250     NONDOCKETED ITEMS

FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES

8507230064      License     42-23539-01AF     for     US     Air     Force      Radioisotope
Committee.authorizing possession of any byproductsource or SNM in quantities as
needed but not to exceed quantities specified in 10CFR150.1l(a).
MILLER.V.L Materials Licensing Branch. 85/06/26. 2pp. 60758:100-60758:103.

9203030451 Partial response to FOIA request for documents.Forwards app E docu-

___________________________ (Post

890205). 91/08/19. WILLIAMS.O.G. JRA Associates. 9pp. 60810:198-60811:138.

-8202220666 Forwards preliminary account of 820125 steam generator tube rupture in-
cident at facility.

HELTEMES.CJ. Office for Analysis & Evaluation of Operational Data, Director. 82/02/
01. LAFLEUR.J.D. Office of International Programs (Pre 870413). 9pp. 60810:209-
60810:217.

-8205060611 Forwards draft Commission paper w/proposed FR notice re potential AO
pertaining to steam generator tube rupture on 820125.

MICHELSON.C. Office for Analysis & Evaluation of Operational Data, Director. 82/04/
23. DENTON.H.R. Office of Nuclear Reactor Regulation (800428-851124). 19pp.
60810:218-60810:236.

-8306020563 Disagrees w/conclusions in P Harmon memo re tube rupture event
analysis.Problems w/terminology in memo discussed.

HOLAHAN.G. Operating Reactors Assessment Branch. 83/05/24. LANNING.W.D.
Office for Analysis & Evaluation of Operational Data, Director. 2pp. 60810:237-
60810:238.

-8307110602 Forwards G Holahan 830524 memo re steam generator tube rupture
event analysis.No superheated conditions nor thermal-hydraulic behavior attributable
to superheated steam identified.

SEYFRIT.K.V. Reactor Operations Analysis Branch. 83/06/21. HARMON.P. NRC - No
Detailed Affiliation Given. 2pp. 60810:239-60810:240.

-8404270010 Discusses completion of facility steam generator tube rupture RETRAN
calculation.Final reptproviding details on all calculations made.forthcoming.
TESSIER.J.H. Argonne National Laboratory. FIN A-2311. 84/04/19. GUTTMANN.J.
Reactor Systems Branch. 3pp. 60810:241 -60810:243.

-8502150101 Forwards ANL/LWR/NRC 84-5, 'TRAC Simulation of Ginna Steam Gen-
erator Tube Rupture Event" Task II of FIN A-2311 complete.

AVERY.R. Argonne National Laboratory. FIN A-2311. 85/02/11. GUTTMANN.J. Reac-
tor Systems Branch. 1 p. 60811:132-60811:132.

-8708130323 Trip rept of 870722,23,29 & 30 site visit re investigation of 870715 steam
generator tube rupture.Chronology of event, preliminary evaluation,insp & repair
history.probe types used for tests.tnsp plan & insp status encl.
CONRAD.H.F. Materials Engineering Branch (870411-890702). 87/08/11.
CHENG.C.Y. Materials Engineering Branch (870411-890702). 23pp. 60810:244-
60810:266.

-8711020139 Comments on AO rept to Congress for third quarter CY87.North Anna
steam generator tube rupture event on 870715 should be added to Encl 1,Page 4 &
word Technetum should be corrected to Technetium on Page 3,Paragraph B.4.
MACKINNON,J.B. Incident Response Branch. 87/10/29. HARPER.M.R. Trends & Pat-
terns Analysts Branch. 1p. 60811:052-60811:052.

-8801050585 Forwards proprietary & nonproprietary versions of safety evaluation sup-
porting licensee efforts to restore steam generator to acceptable condition following
870715 steam generator tube rupture event.Proprietary rept withheld.
RICHARDSON,J.E. Assistant Director for Engineering (870411-890826). 87/12/03.
BERKOW.H.N. Project Directorate II-2. 41 pp. 60811:133-60811:133.

-8804110138 Forwards info requested during 871109 briefing of Commission re 870715
steam generator tube rupture eventActions taken by plant operators before reactor
manually tripped appropriate & have no generic implications.

STELLO.V. Ofc of the Executive Director for Operations. 88/03/31. ZECH Commis-
sioners (Post 750119). 4pp. 60811:096-60811:099.

-8807080274 Discusses generic implications of steam generator tube rupture event on
870715,per 871109 request for addl info. Actions required by NRC Bulletin 88-002 will
be effective in minimizing future tube rupture.

STELLO.V. Ofc of the Executive Director for Operations. M871109. 88/07/01. ZECH
Commissioners (Post 750119). 4pp. 60811:094-60811:095.

-8808300186 Forwards proprietary SER accepting Westinghouse approach to resolve
Item C.2 of NRC Bulletin 88-002, "Rapidly Propagating Fatigue Cracks in Steam Gen-
erator Tubes." SER withheld.

CHENG.C.Y. Materials Engineering Branch (870411-890702). IEB-88-002. 88/08/19.
NEIGHBORED. Project Directorate 1-1. 2pp. 60811:134-60811:138.

-8910160184 Forwards SER re NRC review of generic program developed by Westin-
house to resolve Item C.2 of NRC Bulletin 88-002, "Rapidly Propagating Fatigue
Cracks in Steam Generator Tubes." Approach will guard against future failures.
RICHARDSON,J.E. Division of Engineering & Systems Technology (870411-890826).
IEB-88-002. 89/10/02. JOHNSON.WJ. Westinghouse Electric Corp. 32pp. 60811:100-
60811:131.

-9203030454 Requests that task force be established to review & evaluate Ginna
event

PALLADINO,N.J. Commissioners (Post 750119). 82/01/29. Ofc of the Executive Di-
rector for Operations. 1 p. 60810:208-60810:208.

-9203030459 Rev 3 to Procedure 1-OP-2.2, "Unit Power Operation Mode 1 to Mode 2."

*   Virginia  Power  (Virginia Electric &  Power Co.). 87/10/20. 30pp. 60810:267-
60810:296.

-9203030461 Rev 3 to Procedure 1-PT-46.2C, "S/G Slowdown Radiation Monitor Alarm
Setpoint Calculation."

*  Virginia Power (Virginia Electric & Power Co.). 87/10/02. 6pp. 60810:297-60810:302.

-9203030462 Rev 3 to Procedure 1-PT-46.2, "Primary-to-Secondary Leak Rate Determi-
nation,"

*   Virginia  Power  (Virginia Electric &  Power Co.). 87/10/02. 41pp. 60810:303-
60810:343.

-9203030463 Rev 3 to Procedure 1-AP-24.1, "Large Steam Generator Tube Leak Re-
quiring Immediate & Rapid Unit Shutdown."

*  Virginia Power (Virginia Electric & Power Co.). 87/10/08. 8pp. 60810:345-60810:352.

-9203030465 Rev 3 to Procedure 1-AP-24.2, "Small Steam Generator Tube Leak."

*  Virginia Power (Virginia Electric & Power Co.). 87/10/09. 4pp. 60810:353-60810:356.

-9203030466 Rev 3 to Procedure 1-AP-5.1, "Unit 1 Radiation Monitoring Sys."

*   Virginia  Power  (Virginia  Electric &  Power Co.).  87/10/20.  36pp.  60810:357-
60811:031.

-9203030467 Rev 3 to Procedure 1-PT-46.2A, "Condenser Air Ejector Radiation Moni-
tor Alarm Setpoint Calculation."

*  Virginia Power (Virginia Electric & Power Co.). 87/10/02. 8pp. 60811:032-60811:039.

-9203030469 Rev 3 to Procedure 1-PT-46.2B, "N-16 Radiation Monitor Alarm Setpoint
Calculation."

*   Virginia  Power (Virginia  Electric &  Power Co.).  87/10/02.  12pp. 60811:040-
60811:051.

-9203040351 Safety evaluation accepting licensee 870915 response re SG tube rupture
event rept describing plan of action for returning plant to full power operation.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 87/12/02. 41pp.
60811:053-60811:093.

9203040004 Partial response to FOIA request for records.App A & B records encl &
available in PDR.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/06/12. LEHRENBAUM.W.U. Perkins, Coie (formerly Perkins, Coie, Stone,
Olsen & Williams). 5pp. 61078:001-61082:025.

-7901090346 Application for renewal of Matl/Byproduct License 34-00054-06 for Cs-
137,Co-60, & H-3 used for glass level determination in glass furnaces.self luminated
calibrated light sources & other measurement purposes.
WEISS.M. General Electric Co. 97977. 78/12/20.11pp. 61080:159-61080:169.

-7904120257 Ack receipt of 781220 application for renewal of Byproduct/ Matl License
34-00054-06.Requests submittal of complete up-to-date application w/o ref to previ-
ously submitted info. License will not expire until final action taken on renewal.
GUINN.P.R.   Radioisotopes   Licensing   Branch   (Pre   790501).   97977.   79/03/07.
MATELSKY.I. General Electric Co. 3pp. 61080:155-61080:157.

-7905080034 Submits addl info requested by NRC 790307 Itr to support application to
renew Matl/Byproduct License 34-00054-06 re use of Cs-137 & any matl w/atomic
No 1-83 & licensee's qualifications & scope & function of committee.
MATELSKY.l. General Electric Co. 97977. 79/04/05. GUINN.P.R. Radioisotopes Li-
censing Branch (Pre 790501). 5pp. 61080:150-61080:154.

-7907020285 Requests amend to License 34-00054-06 authorizing use of licensed
matls at all plants & facilities of GE.Lighting Business Group.

KELLY.J.P. General Electric Co. 00008. 79/05/15. GUINN.P. Materials Licensing
Branch. 1p. 61080:149-61080:149.

-7911080005 Forwards application for amend of Matl/Byproduct License 13-10455-01
to include Cd-109 & Am-241.

UHDE.J. General Electric Co. 79/10/23. Materials Licensing Branch. 1p. 61081:183-
61081:183.

-7911080007 Application for amend of Matl/Byproduct License 13-10455-01. Amend
authorizes use of Cd-109 & Am-241 sealed sources.
UDHE.J. General Electric Co. 79/10/23. 4pp. 61081:184-61081:187.

-8006060225 Forwards application for amend of Matl/Byproduct License 13-10455-01.
UHDE.J.L General Electric Co. 03071. 80/03/13. Region III, IE (720101-810228). 1p.
61081:188-61081:188.

-8006060233 Application for amend of Matl/Byproduct License 13-10455-01. Amend
adds use of Cs-137,sealed source TX Nuclear Model 570-57157C, in four source
holders.
UHDE.J. General Electric Co. 03071. 80/03/13. 7pp. 61081:189-61081:195.

-8008130114 Forwards Amend 14 to Matl/Byproduct License 13-10455-01. Indicates
that only Condition 12 has been amended to add J Gayetsky & J Uhde.
PETTIJOHN.S.L Region III, IE (720101-810228). 80/04/10. UHDE.J. General Electric
Co. 1p. 61081:196-61081:196.

-8412070273 Ack receipt of 841023 Itr informing NRC of steps taken to correct viola-
tions noted in insp of Licenses 34-00054-04, 34-00054-05 & SMB-191 .Response did
not address concern re internal deposition of persons handling thorium.
AXELSON.W.L Region 3 (Post 820201). 84/12/04, ZIELINSKI.A.M. General Electric
Co. 1p. 61079:262-61079:275.

-8412070288 Responds to NRC 841017 Itr re violations noted in insp of Licenses 34-
00054-04,34-00054-05 & SMB-191 .Corrective sctions:training scheduled for employ-
ees at chemical & tungsten products plants.

ZIELINSKI.A.M. General Electric Co. 1350-1488. 84/10/23. AXELSON.W.L Region 3
(Post 820201). 13pp. 61079:263-61079:275.

-8505020558   Amend   16   to   License   34-00054-04   for   GE   Lighting   Business
Group.amending license in entirety.
HOLT.BJ. Region 3 (Post 820201). 85/04/17. 2pp. 61078:009-61078:224.

-8505020563 Forwards Amend 16,renewing License 34-00054-04.
HOLT.B.J. Region 3 (Post 820201). 85/04/19. ZIELINSKI.A.M. General Electric Co.
2pp. 61079:068-61079:069.

-8505020568 Responds to 841129 request for addl info re application for renewal of
License 34-00054-04.Sketch of radioisotope storage room & current inventory of stor-
age room radioactive matls encl.

zrELINSKI,A.M. General Electric Co. 75673. 84/12/19. HOLT.B.J. Region 3 (Post
820201). 5pp. 61079:063-61079:067.

-8505020579 Requests addl info re 830909 application for renewal of License 34-
00054-04,including sketch of radioactive matls storage room & procedures to prevent
leakage of liquid sources & airborne release of gaseous or volatile sources.
HOLT.BJ. Region 3 (Post 820201). 75673. 84/11/29. ZIELINSKI.A-M. General Elec-
tric Co. 2pp. 61079:059-61079:060.720). PERSENKY.J. NRC - No Detailed Affiliation Given. 1p.
